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LEGAL NOTICE 

Notice is herewith given in accordance with the provisions of Section 10.10,e,3, of 
the Zoning Bylaws that there has been filed by Isaac and Angeline Hazard of 
Arlington, Massachusetts on December 8, 2014 a petition seeking permission to 
construct an addition to a single family dwelling located at 277 Oakland Ave- Block 
Plan No. 168.0-0002-0013.0 Said petition would require a Special Permit under 
Section 6.08 (Large Additions in Residential Districts) of the Zoning Bylaw for the 
Town of Arlington. 

Hearing in regard to the said petition will be held in the conference room located 
on the second floor of the town hall annex, (entrance through the side door). 730 
Massachusetts Avenue, Arlington, Massachusetts, on Tuesday evening, Feburary 
10,2015 at 7:45 P.M or as soon thereafter as the petitioner may be heard. 
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